DOCKETED ITEMS       85

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

R. Periodic operating reports & related correspondence

9107020253 Forwards 1990 annual radiological exposure rept.
KEUTER.D.R. Sacramento Municipal Utility District. 91/03/07. MARTIN.J.B. Region 5
(Post 820201). 1p. 58347:166-58347:167.

-9107020259 "1990 Annual Exposure Rept Reg Guide 1.16,App A.Summary"

* Sacramento Municipal Utility District 91/03/07. 1p. 58347:167-58347:167.

9107150351 Monthly operating rept for June 1991 for Rancho Seco Nuclear Generating
Station.W/910711 Itr.

JONES.R.E., DELEZENSKI.J. Sacramento Municipal Utility District 91/06/30. 6pp.
58462:197-58462:202.

T. Hearing transcripts on non-antitrust matters

9107020031 Transcript of 910625 prehearing conference in Bethesda.MD. Pp 1 ^.Sup-
porting documentation encl.

*  Atomic Safety and Licensing Board Panel. 91/06/25. 93pp. 58346:217-58346:308.

V. Operator Examinations

9107160266 Informs that listed operator/senior operators leaving District.effective
910629.

KEUTER.D.R. Sacramento Municipal Utility District 91/07/11. Document Control
Branch (Document Control Desk). 1p. 58481:251-58481:251.

9107300007 Provides invitation to attend Region V annual meeting on 910815 to dis-
cuss latest policy interpretations re NRC operator licensing examiner stds.
MILLER.LR Region 5 (Post 820201). 91/07/23. RDEDKER.S. Sacramento Municipal
Utility District. 2pp. 58559:014-58559:015.

Y. Dry Cask Independent Spent Fuel Storage Installations

9107230347 Summary of 910628 meeting w/util in Rockville.MD re update on pending
ISFSI license application & status of cooperative demonstration project for transport-
able storage casks.Meeting handouts encl.

STURZ.F. Fuel Cycle Safety Branch. 91/07/09. HAUGHNEY.C.J. Fuel Cycle Safety
Branch. 10pp. 58573:016-58573:024.
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F. Security, medical, emergency & fire protection plans

9107030210 Rev 13 to EPIP Procedure/Work Plan 1903.004, "Administration & Maint of
Emergency Plan & Implementing Procedures."

*  Entergy Operations, Inc. 91/06/19. 18pp. 58326:261-58326:278.

9107150233 Summary of 910620 meeting w/util in Rockville.MD to present info re
future request to remove fire protection requirements from plant TS.Attendees list &
licensee handout encl.

ALEXION.T.W., PETERSON.S.R. Project Directorate IV-1. 91/07/05. Project Director-
ate IV-1. 22pp. 58428:267-58428:288.

9107150030 Forwards insp repts 50-313/91-15 & 50-368/91-15 on 910513-17.No viola-
tions or deviations noted.Four weaknesses identified.

COLLINS.SJ. Region 4 (Post 820201). 91/07/09. CARNS.N.S. Entergy Operations,
Inc. 4pp. 58403:121-58403:136.

-9107150048 Insp repts 50-313/91-15 & 50-368/91-15 on 910513-17,No violations
noted.Major areas inspected:annual exercise of emergency plan & procedures includ-
ing activities in CR.TSC, EOF & OSC.
PEDERSEN,R.L Region 4 (Post 820201). 91/07/03. 12pp. 58403:125-58403:136.

9107240255 Informs that licensee agreed to site visits by SNL beginning in Oct 1991 as
part of evaluation of Generic Issue 57, "Effects of Fire Protection Sys Actuation on
Safety Related Equipment."

BOGER.BA Division of Reactor Projects - III.IV.V & Special Projects (870411-
901215), 91/07/11. MINNERS.W. Division of Safety Issue Resolution (Post 880717).
2pp. 58510:234-58510:235.

9107300030 Rev 21 to EPIP 1903.061, "Communications Equipment Test"

*  Entergy Operations, Inc. 91/07/16. 19pp. 58592:267-58592:285.

9107300029 Deleted Rev 0 to Procedure OP-1903.005, "ADM Procedure GERMS Mod
During Emergency Exercise."

*  Entergy Operations, Inc, 91/07/19. 1p. 58592:317-58592:317.

9107300243 Rev 21 to EPIP 1903.023, "Personnel Emergency."

*  Entergy Operations, Inc. 91/07/22. 15pp. 58610:326-58610:340.

H. General correspondence

9107300235 Forwards revised NRC carbon copy list for facility corresponder
FISICARO.J.J. Entergy Operations, Inc. 91/07/25. Document Control Bn
ment Control Desk). 3pp. 58606:165-58606:167.

(ndence.
Branch (Docu-

K. Utility Final Safety Analysis Report (FSAR) & amends

9107240344 Amend 9 to updated SAR for ANO Unit 1.W/910722 Itr,
FISICARO.JJ. Entergy Operations, Inc. 91/07/22. 675pp. 58553:136-58556:090.

9107290183 Advises that 10 copies of Amend 9 to updated SAR shipped under sepa-
rate cover on 910722.

CARNS.N.S. Entergy Operations, Inc. 91/07/22. Document Control Branch (Docu-
ment Control Desk). 4pp. 58576:186-58576:189.

P. Operating license stage documents & correspondence

9107020181 Application for amend to License DPR-51,revising TS 3.5.1.4 to include
clarifying statement re use of shutdown bypass switch during channel testing.
CARNS.N.S. Entergy Operations, Inc. 91/06/18. Document Control Branch (Docu-
ment Control Desk). 6pp. 58315:298-58315:305.

-9107020183 Proposed Tech Spec 3.5.1.4 re use of shutdown bypass switch during
channel testing.

*  Entergy Operations, Inc. 91/06/18. 2pp. 58315:304-58315:305.

9107020195 Forwards proposed changes to Tech Specs.per NRC requestre reactor
vessel level monitoring sys for Units 1 & 2 & hot leg level measurement sys for Unit
1.Original application submitted on 891026.

CARNS.N.S. Entergy Operations. Inc. 91/06/18. Document Control Branch (Docu-
ment Control Desk). 3pp. 58315:306-58315:324.

-9107020200 Proposed Tech Specs re reactor vessel level monitoring sys & hot leg
level measurement sys.

*  Entergy Operations, Inc. 91/06/18. 16pp. 58315:309-58315:324.

9107050223 Forwards Amends 147 & 119 to Licenses DPR-51 & NPF-6, respectively &
safety evaluation.Amends change Tech Specs to replace title, "Director-Operations"
in Section 6.0 w/title "General Manager.Plant Operations."

ALEXION.T.W., PETERSON.S.R. Project Directorate IV-1. 91/06/19. CARNS.N.S. En-
tergy Operations, Inc. 3pp. 58386:006-58386:028.

-9107050224 Amends 147 & 119 to Licenses DPR-51 & NPF-6,respectively, changing
Tech Specs to replace title "Director.Operations" in Section 6.0, "Administrative Con-
trols" w/title "General Manager.Plant Operations."
QUAY.T.R. Project Directorate IV-1. 91/06/19. 20pp. 58386:009-58386:026.

-9107050226 Safety evaluation supporting Amends 147 & 119 to Licenses DPR-51 &
NPF-6,respectively.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411).  91/06/19. 2pp.
58386:027-58386:028.

9107030163 Proposes that Region IV/Senior Utit Executive conference be held during
month of Sept 1991 in Arlington.TX to provide open forum for candid discussion limit-
ed to topics of general interest.W/list of proposed topics for conference.
MARTIN.R.D. Region 4 (Post 820201). 91/06/25. CARNS.N.S. Entergy Operations,
Inc. 2pp. 58266:164-58266:166.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107030155 Application for amend to License DPR-51 .changing Tech Specs to incorpo-
rate recommendations in Generic Ltr 87-09 re Limiting Condition for Operation Section
3.0.4 & Surveillance Requirement Section 4.0.

CARNS.N.S. Entergy Operations, Inc. 91/06/27. Document Control Branch (Docu-
ment Control Desk). 8pp. 58317:240-58317:293.

-9107030162 Proposed Tech Specs re Limiting Condition for Operation 3.0.4 & Surveil-
lance Requirement 4.0.

*  Entergy Operations, Inc. 91/06/27. 44pp. 58317:249-58317:293.

9107050115 Application for amend to License DPR-51,replacing existing footnote in
Tech Spec 3.8,15 to allow spent fuel cask to be handled by auxiliary bldg crane for
period 911015-920131 for shipment of two spent fuel rods utilizing 17-ton cask,
CARNS.N.S. Entergy Operations, Inc, 91/06/27. Document Control Branch (Docu-
ment Control Desk). 9pp. 58340:281 -58340:291.

-9107050119 Revised Tech spec 3.8.15 permitting spent fuel cask to be handled by
auxiliary bldg crane for period 911015 to 920131 for shipment of two spent fuel rods
utilizing 17-ton shipping cask.

*  Entergy Operations, Inc. 91/06/27. 2pp. 58340:290-58340:291.

9107100069 Application for amend to License DPR-51,revising action statement & sur-
veillances for Tech Specs 3.9 & 4,10 re control room air conditioning & isolation sys
to achieve consistency w/requirements for Unit 2.

CARNS.N.S, Entergy Operations, Inc. 91/06/27. Document Control Branch (Docu-
ment Control Desk). 8pp. 58393:337-58393:351.

-9107100071 Revised action statement & surveillances for Tech Specs 3,9 & 4.10 re
control room air conditioning & isolation sys.

*  Entergy Operations, Inc. 91/06/27. 7pp, 58393:346-58393:351,

9107110170 Application for amend to License DPR-51,changing TS 5.3,1.6 & 5.4.1.1 to
increase max allowable enrichment for new fuel being cycled through facility from 3.5
to 4.1 weight % U-235.Crlticality analysis encl.

CARNS.N.S. Entergy Operations, Inc. 91/06/27. Document Control Branch (Docu-
ment Control Desk), 8pp. 58409:167-58409:184.

-9107110172 Proposed Tech Specs 5.3,1.6 & 5,4.1.1 re reload fuel enrichment & new
fuel assembly storage,respectively.

*  Entergy Operations, Inc, 91/06/27. 5pp. 58409:175-58409:179.

-9107110175 "Criticality Analysis of Arkansas Nuclear One,Unit 1 Fresh Fuel Rack."
FRANKLIN.C.B. Entergy Operations, Inc. 90/12/31. 5pp. 58409:180-58409:184.n of Operational Events Assessment (Post 870411)   91/06/27
